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E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: JAPANESE NUCLEAR POWER TARGET 

JAPANESE UTILITY TRADE PAPER REPORTS MITI DETERMINED TO WORK 
TOWARD LOWERING NUCLEAR POWER TARGET FOR JFY 1985 FROM 
60,000 TO 49,000 MWE. NO OBJECTION FROM STA AND OTHER 
AGENCIES. FORECAST POWER PLANT CAPACITIES IN 1985 ARE: 

HYDRO 39,000 MWE (21 PERCENT) 

OIL 62,000 (33 PERCENT) 

COAL 9,500 (5 PERCENT) 

LNG 26,000 (14 PERCENT) 

GEO-THERMAL 1,900 (1 PERCENT) 

NUCLEAR 49,000 (26 PERCENT) 

TOTAL 187,400 MWE 
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